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Message Text 

UNCLASSIFIED 

PAGE 01 ISLAM A 01143 021119Z 

ACTION NEA- 10 

INFO OCT-01 ISO-OO CCO-OO PASO-OO /Oil W 

003406 030311Z/65 

R 02091 1Z FEB 78 
FM AMEMBASSY ISLAMABAD 
TO SECSTATE WASHDC 5702 

UNCLAS ISLAMABAD 1143 

DEPARTMENT PLEASE PASS TO: 

DR. WILLIAM FALOON 
CHIEF OF MEDICINE 
HIGHLAND HOSPITAL 
ROCHESTER, NY 14620 

E.O. 11652: N/A 

TAGS: CGEN 

SUB J : DR. ASIF AYUB 

AT PRESENT DR. AYUB CAN BE CONTACTED AT 237 HILLS ROAD, 

CAMBRIDGE CB2-2RW, UK TILL FEBRUARY 20TH. AFTER WHICH 
HE WILL RETURN TO PAKISTAN. HIS ADDRESS IN PAKISTAN IS 
CARE LT. GEN. MOHAMMAD AYUB KHAN, PRINCIPAL, ARMY MEDICAL 
COLLEGE, ABID MASJID ROAD, RAWALPINDI, PAKISTAN. TEL: 61/6267. 

AMERICAN EMBASSY, ISLAMABAD. 

HUMMEL 

NOTE BY OC/T: PASSED ABOVE ADDEE. 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 feb 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978ISLAMA01 143 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780050-1104 
Format: TEL 
From: ISLAMABAD 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978021 02/aaaadidj.tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 296e6dcd-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 28 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3432869 
Secure: OPEN 
Status: NATIVE 

Subject: DR. ASIF AYUB AT PRESENT DR. AYUB CAN BE CONTACTED AT 237 HILLS ROAD, CAMBRIDGE CB2-2RW, UK TILL FEBRUARY 

20TH. AFTER WH 

TAGS: CGEN 

To: STATE 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/296e6dcd-c288-dd1 1-92da-001cc4696bcc 
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